LOVELY  LANE  CHAPEL 

Epworth  By  The  Sea 
St.  Simons  Island,  GA  31522 

Built  in  1880,  Lovely  Lane  Chapel  was  named  for  the  Lovely 
Lane  Chapel  in  Baltimore,  Maryland  where  in  1 784  during  the 
Christmas  Conference  the  Methodist  Church  was  organized. 
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